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ens Hi there. Yes, for the 
heath and safety of our 
guests and staff it is 
mandatory. If someone 
has a temperature we 
have an area they can wait 
in for 10 minutes and then 
try again getting checked 
again but if still too high 
the second time we will 
not permit entry. Safety is 
our top priority for 
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